Intake Report 


Madison County Detention Center 

2935 Highway 51 South 
Canton, MS 39046 
Sheriff Randall Tucker 


—Person- 

Name: TRAVARIS DEVON BISHOP 

DOB: 12/19/1984 AGE: 034 


—Description- 

HGT: 602 
RACE: BLACK 
HAIR: BLACK 
FHAIR: GOATEE 


—Intake / Booking 1 - 

OFF DATE: 10/14/2019 - Case#: S019014720 
INTAKE DATE: 10/14/2019 TIME: 19:53 
INTAKE #: BK0000051563 - 004 
ARRESTING AGENCY: MADISON SO 


WGT: 180 
SEX: M 
EYE: BROWN 
COMPL: DARK BRO 



—Bond Information- 

WRITTEN BOND: $ .00 
CASH BOND: $ .00 


DESCRIPTION 

WHICH COURT 

BOND AMT 

Felon Carrying Concealed Weapo 

CIRCUIT 


Enhancement of Penalty for Dru 

JUSTICE 


Motor Vehicle Violation - No/E 

JUSTICE 


Failure of Owner or Operator o 

JUSTICE 


Motor Vehicle; Expired Tag 

JUSTICE 


Improper Turn (No Turn Signal) 

JUSTICE 



http://mydcstraining.com/agencyinfo/MS/4360/inmate/ICUD0028.HTM 


Mon Oct 14 23:00:16 2019 




























